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A large portion of the spare parts (FAK) for System 4 
was delivered from Production stock to be packed for shipment 
to your location. A list is enclosed that consists of itema 
delivered from Production stock that did not ream on the 
shipping documents to your location. It is believed that these 
items were shipped and are on hand at your location. Please 
survey your FAK. If you can locate any of these items, 
check the quantity on hand against the shipping document and 
have the supply officer acknowledge receipt of the balance. 

Have this receipt returned to the factory. 


In some cases, the quantity shown on the enclosure 
will be leas than on hand. The quantity on the shipping docu- 
ment plus the quantity on the enclosure should total and equal 
the quantity on hand. The Met includes eighteen items. There 
are only four of these items that really concern us. Thege are: 


MP-11641 Power Supply 
MP-11607 High Voltage Section 
MP-~10970 Reel Assembly 
MP-40144 Magnetic Tape 
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263 
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343 
344 
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Number 


40104 


40102 


55092 
55090 
20571 
20628 


20604 
58094 


58079 
20629 
45123 
45078 
45122 
11641 
11607 


40144 


10970 
12025 
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Description _ _ Quantity 
Reactor Torrold 36 MH? 1%, 5 
Aerovox # 050-36-EeF=13 3/48 
Reactor Torroid 17.5 MH ft 1%, 5 


Aerovox # 050-17 .5-E-F-13 
Diode Transitron 5V-15 15 V Zener 19 
Diode, IN 458 id 
Pot, 1/2 W, 2.5 K, A/B #4GWLuU 2522 2 
Resistor, 62K t1%, 1 W, 


RN 755 g202F i 
Pot, 10K, .2 W, Clarostat 
# 48M-+9-10K 2 


Transformer, Mag Amp, 
R-W # 30000279 


4 
Coil, per SK 24-32+7 i 
Trimpot, 2K, Bourns # 160-1-202 2 
Tube, 6AC7 1 
Tube, 6L6G 2 
Tube, 6BA6 i 
Power Supply, R-W # 50242248 4 

1 


Section High Voltage, 
Re W # 50242615 
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Tape, magnetic, 9000', 
Scotch # 159-90H 


Reel Aes'y, R-W # 50240263 


Belt, Endless, Flat, 
Tilton 5-5-3062 
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